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TO  THE  MAYOR  AND  TOWN  COUNCIL, 

BOURNEMOUTH. 

Gentlemen, — 

I have  the  honour  to  submit  my  Annual  Report  on 
the  Health  of  the  Borough  for  the  year  ending  December 
31st,  1899. 

POPULATION. 

The  Rate  Collector  (Mr.  J.  Phillips)  informs  me  that 
there  are  7,310  occupied  houses,  and  270  unoccupied  houses, 
making  a total  of  7,580  houses  in  the  Borough. 

vSince  last  year  there  has  been  an  increase  of  399  occu- 
pied houses,  and  a reduction  of  37  on  the  unoccupied 
houses.  The  building  operations  in  the  town  have  been 
active,  more  especially  in  the  Eastern  Wards,  and  the 
growth  in  population  from  this  cause  has  been  steady  and 
progressive.  If  I take  the  figure  8 (as  in  preceding  years) 
as  a probable  average  number  of  inhabitants  to  each  occu- 
pied house,  this  gives  us  an  estimated  population  of  58,480. 
I shall,  therefore,  for  the  purposes  of  this  Report,  base  my 
Birth  Rates  and  Death  Rates  on  a population  of  58,480. 

The  Registrar-General,  in  his  annual  summary  to  the 
middle  of  1898,  estimates  the  population  of  Bournemouth  at 
^UT37-  As  stated  in  previous  years,  his  estimate  in  my 
opinion  may  be  taken  as  somewhat  too  high  to  form  a reliable 
and  fair  estimate  of  the  Birth  and  Death  Rates. 


The  growth  of  population  in  the  decade  from  1880 
to  1890  was  exceptionally  rapid,  but  I do  not  think  it  has 
been  so  rapid  from  the  year  1890  to  the  present  time.  The 
Registrar-General’s  present  estimate  is  no  doubt  based  on 
the  rate  of  growth  during  the  previous  decade. 

VITAL  STATISTICS  ; 

The  total  number  of  Births  registered  during  the  year 
was  as  follows  : — 

Males,  375  ; Females,  385  ; Total,  760  ; 

which  gives  us  a Birth  Rate  on  our  estimated  population  of 
i3’o  per  thousand. 

I herewith  append  the  Birth  Tables  for  the  past  ten 


years  inclusive  : — 

Year. 

Males. 

Females. 

Total 

1 890 

414 

355 

— 769 

1891 

407 

384 

— 791 

1892 

435 

408 

- «43 

1893 

404 

436 

— 840 

1894 

450 

435 

— «H5 

1895 

427 

•••  3^3 

— 810 

1896 

394 

381 

— 775 

1897 

377 

352 

— ■ 729 

1898 

1899 

354 

359 

— - 713 

375 

•••  3«5 

— 760 

Totals 

4037 

3«7« 

7915 

DEATH  RATE. 

The  total  number  of  deaths  registered  during  the  year 
was  722,  giving  a mortality  rate  of  i2'3  per  1,000  on  the 
estimated  population. 

The  Registrar  of  Deaths  has  distinguished  in  the  returns 
the  deaths  of  visitors,  as  follows  : — 

Visitors  216.  Residents  506.  Total  722. 


The  Death  Rate,  therefore,  on  estimated  population  of 
the  two  classes,  would  be  as  follows : — 

Population  f Visitors  37  ] 

58,480.  \ Residents  8'6  j 


12-3  per  1000. 
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The  deaths  for  the  two  classes  for  the  past  live  years  are 


as  follows:  — 

1895- 

1896. 

1897. 

1898. 

1899. 

Deaths  of  visitors 

150 

214 

180 

238 

216 

Deaths  of  residents 

453 

383 

419 

392 

506 

603 

597 

599 

630 

722 

Annual  Death 

Rate 

per  1000 

from  all 

causes, 

and 

from  several  Zymotic  Diseases  during  the  hrst  Quarter  of 
1899. 
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England  and  Wales 

18-9  1-36 

0-00 

0-26 

O'l  I 

0-30 

0-38 

0.17 

0-14 

137 

33  Great  Towns  ... 

20-6  1-75 

- — • 

0-39 

0-13 

0'40 

0-50 

o‘i8 

0-15 

141 

67  other  Large  Towns 
England  and  Wales 

17*8  I'34 

' ■ 

0'22 

O-IO 

O’ 30 

0-37 

0'20 

0-15 

139 

less  the  100  Towns 

17-9  i-ii 

O'OO 

0‘17 

O'l  I 

0-23 

0-30 

o-i6 

o'i4 

134 

Bournemouth 

I2'3  07 

O’OO 

0-05 

O-OI 

0*08 

O'OI 

O’OI 

0-5 

157 

For  comparison  I herewith  append  an  analysis  of  the 
Deaths  and  the  rate  per  1000,  under  the  various  headings  for 
the  past  eight  years. 


1892. 

'893- 

1894. 

J895. 

1896. 

1897. 

i8g8. 

1899. 

per  1000 

per  1000 

per  1000 

per  1000 

per  1000 

per  1000 

per  leoo 

per  1000 

Smallpox 

.0 

•02 

*02 

•0 

•0 

•0 

•0 

•0 

Scarlatina 

•0 

•II 

•04 

•08 

•02 

•09 

•0 

•0 

Diphtheria 

•18 

•04 

•09 

•12 

•08 

• 1 1 

•03 

•08 

Membranous  Croup 

•08 

•0 

•04 

•02 

•04 

•01 

•01 

•0 

Typhus 

■0 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

Enteric  Fever  ... 

•05 

•0 

•02 

•04 

•08 

•07 

•0 

•0 

Continued  Fever... 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

Relapsing  Fever... 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

Puerperal  Fever 

•02 

•04 

•04 

•0 

•0 

•05 

•0 

•05 

Cholera 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

Erysipelas 

•0 

•0 

•04 

•02 

•02 

•0 

•01 

*0 

Measles 

•08 

•07 

•0 

•08 

•25 

•0 

•0 

•05 

Whooping  Cough 

•02 

•33 

•04 

•29 

•0 

•16 

•01 

•0 

Diarrhoea 

•31 

•33 

•0 

•31 

•12 

•18 

•45 

•53 

Rheumatic  Fever 

•0 

•04 

•04 

•02 

•06 

•01 

•01 

.0 

Ague 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

•0 

Phthisis 

4^01 

3-6 

2'6i 

2-85 

3-2 

2-64 

2^62 

2-29 

Other  Respiratory'! 
Disorders  / 

3-02 

2-0 

1-64 

1-72 

1-2 

!•! 

1-2 

2-0 

Heart  Disease  ... 

y5 

2-0 

;47 

1'72 

I -2 

I-I 

1-2 

2-0 

Influenza 

— 

•31 

•04 

•09 

•01 

•0 

Injuries 

•37 

•42 

•38 

•29 

•35 

•16 

•18 

•31 

Other  Diseases  ... 

To6 

5-3 

6-90 

4-89 

5-8 

5-3 

5-4 

*Not  recorded. 


4 


Death  Rate  per  i,ooo  at  Various  Ages  for  the  past  Eight  Years. 


1892. 

1893. 

1894. 

1895- 

1896. 

1897. 

189S. 

1899. 

Deaths  under 

one  year 

2-7 

1-97 

2*21 

2'0 

i’6 

i‘6 

2-6 

Over  I yr.  & under  5 yrs. 

•8 

•75 

•64 

■91 

•78 

•94 

45 

7 

))  5 >> 

15  M 

•6 

•59 

45 

42 

48 

41 

•38 

•32 

n 15 

25  .. 

1-8 

14 

1-28 

1-23 

1-2 

i-i 

I'OI 

•91 

25  ,, 

65  n 

6-9 

5-6 

578 

4-93 

5-6 

4-56 

5-1 

5-01 

,,  65  and  u 

pwards 

34 

3-3 

2-30 

3-10 

24 

2-58 

278 

3-34 

In  1897  the  total  deaths  under  i year  of  age  were  89. 

In  1898  the  deaths  were  91. 

In  1899  the  deaths  were  91  ; of  these  |i  were  of 
premature  birth,  many  only  living  a few  minutes  or  days. 

Number  of  suicides  in  1897  ...  3 

„ „ in  1898  ...  5 

„ „ in  1899  ...  I 

r3eaths  from  injuries  in  1897  ...  9 

,,  ,,  in  1898  ...  10 

,,  ,,  in  1899  ...  18 


The  Deaths  recorded  in  the  public  and  charitable 
institutions  of  the  town  during  the  past  three  years  were  as 
follows  ; — 


Name  of  Institution. 

Persons  not 
belonging  to  District. 

Persons  not 
belonging  to  District. 

Total  for  V 

ear. 

Sanitary  Hospital 

1896. 

1897 

1891 

i.  1899. 

1896. 

1897 

1898 

■ ^899. 

1896. 

1897. 

1898 

• '99 

4 

6 

I 

9 ... 

I 

I 

I 

2 — 

5 

7 

2 

1 1 

Sanatorium 

I 

0 

0 

I .. 

I 

5 

3 

0 

2 

5 

3 

4 

Royal  Victoria  Hospital... 

8 

2 

16 

13  ... 

15 

15 

20 

23  — 

23 

37 

36 

36 

Firs  Home 

I 

0 

2 

3 ••• 

15 

13 

16 

13  — 

16 

13 

18 

16 

Boscombe  Hospital 

4 

6 

7 

5 ••• 

4 

4 

I 

I — 

8 

10 

8 

6 

St.  Joseph's  Home 

0 

0 

I 

0 ... 

6 

5 

4 

3 — 

6 

5 

5 

'j 

0 

Herbert  Home  ... 

0 

0 

0 

0 ... 

2 

0 

3 

I — 

2 

0 

3 

I 

Hahnemann  Home 

I 

0 

I 

0 ... 

2 

I 

0 

4 — 

3 

I 

I 

4 

Springbourne  Orphanage 

0 

0 

I 

0 ... 

0 

0 

I 

0 — 

0 

0 

2 

0 

"House  Beautiful”  Con- 

valescent  Home 

0 

0 

0 

0 ... 

2 

0 

I 

2 — 

2 

0 

I 

2 

Victoria  Home  for  Nurses 

0 

0 ... 

5 

5 — 

5 

5 

Cripples’  Home,  Westb’ne 

* 

* 

0 ... 

* 

* 

2 — 

2 

Totals 

20 

34 

29 

31 

48 

44 

55 

59 

67 

78 

84 

90 

'■=  Not  recorded. 


Of  the  total  number  of  Deaths  recorded  during  the  past 
year,  I note  there  were  153  deaths  of  persons  at  70  years  of 
age  and  upwards. 
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I herewith  append  a table  showing  the  number  of  deaths 
of  those  over  70  years  of  age  for  the  past  four  years  at  their 
respective  ages  : — 


At 

70 

1895. 

years  9 

1896. 

9 

1897. 

3 

1898. 

7 

1899. 

23 

D 

71 

yy 

5 

5 

3 

12 

5 

)) 

72 

yy 

7 

7 

9 

10 

8 

)) 

73 

yy 

12 

5 

6 

4 

9 

M 

74 

yy 

6 

9 

6 

9 

9 

n 

75 

yy 

5 

7 

6 

10 

12 

j y 

76 

yy 

8 

7 

/ 

II 

7 

jj 

77 

n 

9 

6 

7 

10 

9 

y } 

7« 

y y 

2 

5 

3 

5 

12 

n 

79 

yy 

1 1 

6 

5 

7 

10 

? j 

80 

yy 

I 

4 

4 

3 

n 

0 

y y 

81 

n 

5 

3 

5 

5 

7 

yy 

82 

yy 

6 

3 

4 

4 

5 

yy 

«3 

yy 

I 

4 

4 

I 

6 

y j 

84 

yy 

2 

I 

4 

3 

6 

yy 

«5 

>) 

2 

I 

5 

2 

6 

y y 

86 

1) 

I 

3 

2 

2 

0 

yy 

87 

V 

2 

I 

3 

I 

3 

i> 

88 

yy 

I 

0 

0 

3 

4 

89 

yy 

0 

I 

I 

2 

0 

yy 

90 

yy 

I 

0 

2 

2 

2 

yy 

91 

0 

4 

I 

0 

I 

yy 

92 

yy 

2 

I 

0 

I 

0 

yy 

93 

V 

0 

0 

0 

I 

I 

yy 

94 

)) 

0 

0 

0 

2 

0 

yy 

95 

) y 

2 

0 

0 

0 

0 

yy 

96 

yy 

0 

0 

I 

0 

0 

yy 

97 

yy 

0 

I 

I 

0 

0 

yy 

98 

yy 

0 

0 

0 

0 

0 

yy 

99 

yy 

0 

0 

0 

0 

0 

yy 

100 

yy 

I 

0 

0 

0 

0 

n 

lOI 

yy 

0 

0 

0 

0 

0 

yy 

102  and  5 

mths  I 

0 

0 

0 

0 

Totals 

- 

102 

89 

94 

117 

153 

1 he  death  rate  of  old  people  over  70  years  of  age  is  at 
the  rate  of  2*6  per  1000. 

INFECTIOUS  DISEASE. 

The  total  number  of  deaths  due  to  notifiable  disease  was 
If,  of  these  i was  due  to  Scarlet  Fever,  5 were  due  to 
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Diphtheria,  i to  Membranous  Croup,  i to  Typhoid,  and  3 to 
Puerperal  Fever. 

The  following  are  the  particulars  connected  with  each 
case ; — 

Scarlet  1^'evek. 

I,  M.  M.,  age  7 years,  in  the  Springbourne  Ward. 
Notified  on  Mav  8th,  and  was  removed  to  the  Sanitarv 
Hospital,  where  she  died  the  next  day. 

Diphtheria. 

1.  W.  M.,  age  5 years.  Residing  at  Boscombe. 

Notified  on  Februarv  4th,  and  died  at  home  the  same  day. 

2.  E.  W.,  age  II  years.  Residing  at  Boscombe. 
Notified  as  scarlet  fever  on  July  4th.  Was  removed  to  the 
Sanitary  Hospital  on  July  6th,  and  died  on  July  13th.  No 
insanitary  conditions  found  at  the  residence.  Probably  con- 
tracted at  school. 

3.  A.  C.,  age  9 years.  Residing  in  the  West  Cliff 
Ward.  Notified  on  August  loth.  Removed  to  the  Sanitary 
Hospital  same  day,  and  died  on  August  24th,  from  paralysis. 
No  insanitarv  conditions  found  at  the  residence. 

4.  G.  U.,  age  5 years.  Residing  in  the  West  Cliff 
Ward.  Notified  on  October  ist.  Removed  to  the  Sanitary 
Hospital  same  day,  and  died  on  October  9th,  with  continued 
sickness  and  heart  failure. 

5.  M.  B.,  age  6 years.  Residing  in  Boscombe  Ward. 
Notified  on  October  ist.  Removed  to  the  Sanitary  Hospital 
same  day,  and  died  on  October  28th  of  acute  abscess. 

Membranous  Croup. 

M.  P.,  age  3 vears.  Residing  in  the  Springbourne 
Ward. 

Typhoid  Fever. 

H.  P.,  age  25  years.  A visitor  from  London,  probably  an 
imported  case. 

Puerperal  Fever. 

I.  L.  L.,  age  38  vears.  Residing  in  the  Springbourne 
Ward. 

2.  M.  C.,  age  28  years.  Residing  in  the  West  Cliff 
Ward. 

3.  M.  C.,  age  41  vears.  Residing  in  the  East  Cliff 
Ward. 
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Under  the  Infectious  Diseases  Act,  1889,  the  under- 
mentioned cases  have  been  notified  during  the  past  seven 


years  : — 

1893- 

1894. 

1895. 

1896. 

1897. 

1898. 

1899. 

Scarlet  Fever 

3^3 

lOI  , 

97 

89 

f05 

64 

254 

Diphtheria 

10 

19 

26 

29 

35 

17 

74 

Enteric  Fever 

12 

8 

9 

7 

14 

6 

9 

Variola 

4 

8 

0 

I 

0 

0 

0 

Ervsipelas 

37 

18 

7 

20 

13 

10 

33 

Membranous  Croup 

2 

3 

0 

0 

I 

0 

0 

Puerperal  Eever  ... 

5 

I 

I 

0 

4 

3 

5 

Continued  Eever  ... 

I 

I 

I 

0 

I 

0 

0 

Relapsing  Fever 

0 

0 

I 

0 

0 

0 

0 

384 

159 

142 

- 

4^ 

173 

100 

375 

The  following  table  w 

ill  show  the 

months  of 

the 

past 

vear  in  which  these  several  cases  were  notified  : — 


Months  Notified 

Scarlet 

P'ever. 

Diphtheria. 

12 

*0 

cu 

H 

Variola. 

Erysipelas. 

M’mbranous 

Croup. 

Puerperal. 

Continued. 

Relapsing. 

Totals  for 

each  month. 

January 

18 

I 

I 

n 

0 

23 

February 

21 

5 

I 

27 

March 

27 

4 

I 

32 

April 

28 

4 

3 

35 

May 

28 

13 

2 

43 

June 

25 

14 

2 

41 

July 

27 

5 

1 

2 

36 

August 

’5 

9 

I 

I 

26 

September  ... 

■5 

5 

2 

3 

25 

October 

8 

I 

2 

28 

November  ... 

23 

2 

8 

33 

December 

10 

8 

1 

1 

6' 

I 

26 

Totals  for  Year 

254 

74 

9 

I 

33 

5 

375 
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There  has  been  a considerable  increase  in  the  notihcations 
of  Scarlet  Fever  during  tlie  year  ; this  has  not  been  peculiar 
to  Bournemouth  alone,  as  I note  from  the  returns  of  other 
towns  sent  up  to  the  Local  Government  Board  that  the 
disease  has  been  very  general  all  over  the  country. 

The  disease,  with  but  few  exceptions,  has  been  of  an 
extremely  mild  scarlatinal  type.  At  no  period  was  there  any- 
thing approaching  an  epidemic  condition.  Each  case, 
immediately  on  notihcation,  was  isolated  at  the  Hospital,  and 
the  usual  precaution  of  disinfection  and  puritication  adopted. 

The  great  majority  of  these  cases  occurred  in  verv 
young  children.  Only  one  death  has  occurred  from  this 
disease  during  the  year. 

There  has  also  been  a considerable  increase  in  the  cases 
notihed  as  Diphtheria  ; in  a few  of  these  cases,  the  disease 
was  of  an  acute  character,  but  in  the  majoritv  of  the  cases 
the  clinical  systems  were  but  slight,  and  were  only  diagnosed 
by  the  Bacteriological  test. 

Most  of  the  cases  were  at  once  isolated  in  the  Hospital ; 
some  few  were  nursed  at  home. 

During  the  year  five  deaths  were  recorded  from  this 
disease. 

There  were  nine  cases  of  Enteric  Fever  notihed  during 
the  year,  and  the  particulars  of  each  case  are  as  follows  : — 

1.  M.  O.,  notihed  in  January,  nursed  at  home.  Some 
defects  found  at  the  residence,  but  it  is  not  certain  if  this 
could  have  been  sufficient  cause  for  the  disease. 

2.  E.  C.,  notihed  in  Mav,  nursed  at  home.  This 
patient  was  a visitor  from  London.  In  the  opinion  of  her 
doctor  the  disease  was  contracted  there,  and  the  cause 
assigned  is  the  eating  of  oysters. 

3.  M.  H.,  notihed  in  May.  A slight  case  ; nursed  at 
home.  No  insanitary  defect  could  be  found  at  the  resi- 
dence. 

4.  H.  L.,  notihed  in  July.  A stableman,  who  had  been 
sleeping  out  in  the  open.  This  case  was  treated  at  the 
Sanitary  Hospital,  where  he  made  a good  recovery. 

5.  H.  V.,  a volunteer,  notihed  in  August,  nursed  at 
home.  This  patient  had  been  camping  out  in  the  Isle  of 
Wight,  afterwards  at  Portsmouth  ; if  a true  case,  was 
probably  an  imported  one. 


6.  E.  C.,  iiotilied  in  September,  nursed  at  home, 
patient  convalescent  when  notified.  Had  come  to  Bourne- 
mouth to  recuperate. 

7.  C.  K.,  notihed  in  September,  removed  to  Sanitary 
Hospital.  This  patient  was  a plumber,  and  had  been  doing 
some  drainage  works,  which  was  probably  the  cause  of  his 
illness.  He  made  a good  recovery. 

8.  M.  H.,  notihed  in  October.  A pianist  in  a travelling 
orchestra,  nursed  at  Sanitary  Hospital.  This  was  clearly  an 
imported  case  from  London, 

9.  M.  P.,  notihed  in  December.  Removed  to  the 
Sanitary  Hospital,  where  he  died  from  perforation  and 
hemorrhage.  This  was  an  imported  case  either  from 
Bedfordshire  or  London. 

In  Februarv  last  I advised  the  closure  of  an  infants’ 
school  in  the  West  Cliff  district,  in  consequence  of  an 
outbreak  of  Measles.  This  closure  was  conhrmed  by  your 
Sanitary  Committee. 

Just  previous  to  the  Whitsuntide  Holidays  several  cases 
of  infectious  disease  having  occurred  at  four  of  the  infants’ 
schools,  I advised  that  the  school-rooms,  &c,,  should  be 
cleansed  and  disinfected.  An  additional  week  for  holidays 
was  suggested  as  being  advisable. 

SANITARY  HOSPITAL. 

During  the  past  year  364  patients  have  been  admitted 
into  the  Sanitary  Hospital,  and  ii  of  these  have  died,  par- 
ticulars of  which  are  herewith  appended. 

In  addition  41  cases  have  been  admitted  into  the 
Hospital,  and  treated  by  me,  from  the  Urban  District  of 
Pokesdowm  Of  these  i died  of  scarlet  fever. 

Particulars  of  Deaths  at  the  Sanitary  Hospital. 

1.  H.  B.,  age  8 years.  Springbourne  Ward.  Died  on 
May  ist,  1899,  of  rheumatism  and  pericarditis,  after  a mild 
attack  of  scarlet  fever. 

2.  R.  D.,  age  3 years.  Springbourne  Ward.  Died  on 
May  29th,  1899,  of  tuberculosis  after  mild  scarlet  fever. 

3.  M.  B.,  age  6 years.  Springbourne  Ward.  Died  on 
October  28th,  1899,  of  diphtheria.  . 

4.  H.  P.,  age  25  years.  East  Cliff  Ward.  A visitor. 
Died  on  December  23rd,  1899,  of  typhoid  fever. 
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5.  H.  B.,  age  3^  years.  West  Cliff  Ward.  Died  on 
June  2ist,  1899,  of  paralysis  of  heart,  following  scarlet 
fever. 

6.  E.  K.,  age  12  years.  Boscombe  Ward.  Died  on 
July  13th,  1899,  of  diphtheria. 

7.  A.  C.,  age  10  years.  West  Cliff  Ward.  Died  on 
August  24th,  1899,  of  diphtheria. 

8.  C.  U.,  age  7 years.  West  Cliff  Ward.  Died  on 
October  9th,  1899,  of  diphtheria. 

9.  D.  P.,  age  14  years.  Springbourne  Ward.  Died 
on  May  28th,  1899,  of  tubercular  meningitis,  following 
mild  scarlet  fever. 

10.  F.  D.,  age  18  months.  West  Cliff  Ward.  Died 

on  April  17th,  1899,  of  acute  congestion  of  larynx, 

tracheotomy. 

11.  M.  M.,  age  7 years.  Springbourne  Ward.  Died 
on  May  9th,  1899,  of  scarlet  fever. 

During  the  year  I reported  to  your  Sanitary  Committee 
the  need  there  was  to  provide  some  observation  wards  in 
connection  with  the  Hospital.  This  is  in  consequence  of 
the  fact  that  the  medical  men  often  notify  cases  in  which 
the  diagnosis  is  of  a doubtful  character. 

During  the  year  some  cases  notified  as  scarlet  fever  have 
been  admitted,  which  have  afterwards  proved  not  to  be  so 
suffering.  The  same  applies  to  some  cases  of  throat 
inflammation,  in  which  there  was  a doubt  as  to  their 
being  true  diphtheria.  It  is  important  that  until  these 
cases  have  proved  to  be  true  types  of  these  diseases  they 
should  not  be  placed  in  the  infectious  pavilions. 

In  the  same  report  I also  suggested  that  some  increased 
accommodation  was  required  for  convalescent  patients,  more 
particularly  scarlet  fever  cases,  as  well  as  a discharging  room, 
with  special  bath-room  annexe. 

In  respect  to  the  observation  wards,  your  Council  have 
agreed  to  provide  such  an  addition,  but  in  respect  to  the 
latter  part,  viz.,  the  increased  accommodation  for  convales- 
cents, this  for  the  present  remains  in  abeyance. 

Table  No.  i,  appended,  gives  a summary  of  the  patients 
and  diseases  treated  in  the  Hospital  from  the  year  of  its 


estahiishmcnt,  in  1886,  to  the  present  time  ; and  in  tables  Nos. 
2,  3 and  4,  I show  the  cost  of  patients  and  staff  during  the  past 
four  years,  and  a statement  of  moneys  borrowed  in  connection 
with  the  Hospital. 

Notwithstanding  the  increase  there  has  been  in  the 
number  of  cases  notified,  the  district  continues  to  maintain 
a high  standard  of  public  health.  The  great  majority  of  the 
cases  of  scarlet  fever  are  of  a very  mild  type,  occurring  in 
voung  children,  and  nearly  all  of  them  have  been  isolated 
at  the  Hospital.  This  disease  throughout  the  country  has 
been  verv  prevalent  during  the  past  year. 

In  the  table  in  the  early  portion  of  the  Report  your 
Council  will  note  that  the  Borough  contrasts  very  favourably 
with  other  towns  of  a like  character,  as  well  as  with  the 
returns  from  the  rest  of  England. 

The  value  of  the  Isolation  Hospital  as  an  efficient 
means  of  preventing  an  undue  spread  of  infectious  disease 
has  been  very  great. 

During  the  many  years  I have  acted  as  Health  Officer 
to  the  town  and  borough,  these  sporadic  cases  have  always 
been  isolated  and  controlled,  thus  preventing  the  possibility 
of  these  diseases  ever  assuming  epidemical  proportions. 

SLAUGHTERHOUSES. 

The  six  slaughterhouses  have  been  under  regular  super- 
vision ; one  is  now  closed.  I am  of  opinion  that  the 
number  of  animals  slaughtered  does  not  increase  correspond- 
ingly with  the  growth  of  population,  so  many  of  the 
butchers  now  being  supplied  direct  from  the  London 
markets. 

I have  in  many  previous  reports  alluded  to  the 
advantages  that  would  accrue  to  the  town  if  a properly 
constructed  Abbattoir  under  municipal  control  could  be 
erected. 

Possibly  in  the  near  future  your  Council  may  be  enabled 
to  provide  one. 

WATER  SUPPLY. 

The  water  has  been  analysed , monthly  as  usual.  In 
every  instance  it  has  been  found  to  be  of  good  potable 
ciuality.  The  bacteriological  examination  has  also  been  most 
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satisfactory.  I append  copies  of  two  analyses  that  have  been 
taken  during  the  year. 

The  Engineer  of  the  Water  Company  informs  me  that 
the  Company  have  been  using  at  intervals  small  quantities 
of  water  from  the  new  well  sunk  in  the  chalk  at  Wimborne, 
and  they  hope  to  have  a supply  for  the  whole  of  Bourne- 
mouth from  that  source  when  the  necessarv  machinerv  is 
erected. 


Jenner  Institute  of  Preventive  Medicine, 
June  6th,  1899. 

Report  on  examination  of  a sample  of  water  received  from 
Dr.  P.  W.  G.  Nunn,  Bournemouth,  on  May  30th,  1899. 

The  sample  was  marked  “ Public  hydrant,  Richmond 
Hill,  Bournemouth,  May  29th,  1899.” 

General  CJia  racier  is  ties. 


The  sample  was  clear,  of  good  colour,  and  free  from 
odour. 


All aly Heal  Data. 

Parts  per  100,000 


Suspended  Matter  ...  ...  ...  ...  — 

Dissolved  Solids  ...  ...  ...  ...  ...  26'6 

Chlorine  ...  ...  ...  ...  ...  ...  175 

Alkalinity,  expressed  as  Calcium  Carbonate  ...  i8‘5 

Free  and  Saline  Ammonia  ...  ...  ...  trace 

Albuminoid  Ammonia  ...  ...  ...  ...  0*005 

Nitrogen  as  Nitrites  ...  ...  ...  ...  absent 

Nitrogen  as  Nitrates  ...  ...  ...  ...  0-185 

Oxygen,  absorbed  from  Permanganate  at 
86°  F.— 

[a)  15  minutes  ...  ...  ...  — 

(b)  4 hours  ...  ...  ...  ...  0-064 

Injurious  Metals  ...  ...  ...  ..  ...  absent 

Permanent  Hardness,  expressed  as  Calcium 

Carbonate  ...  ...  ...  ...  ...  2-5 


Remarks  : — The  sample  contains  a smaller  amount  of 
organic  matter  than  the  last  examined  at  the  Institute,  and 
shows  no  sign  of  contamination.  It  has  all  the  chemical 
characteristics  of  a drinking  water  of  good  quality. 

(Signed)  Arthur  Harden,  M.  Sc.,  Ph.  D. 
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Ba  ctcri  o / og  ical  Ex  a niiualiou. 

The  sample  was  received  packed  in  ice. 

The  sample  contained  on  an  average  40  bacteria  and 
micro-organisms  per  cubic  centimetre,  capable  of  develop- 
ment on  gelatine  at  a temperature  of  2 2‘^  C.  Of  this  number, 
about  16  per  cent  liquefied  the  medium. 

Special  search  was  made  for  patho-genic  organisms,  for 
organisms  of  the  “ coli  ” group,  and  for  anarobic  form.  None 
such  were  found. 

This  water,  judging  from  the  samples  investigated,  is 
now  well  within  its  old  standard,  and  the  results  of  the 
present  analysis  are  quite  consistent  with  the  water  being  of 
excellent  quality. 

(Signed)  Sidney  Rowland. 


Hants  County  Laboratory, 

Southampton, 
November  14th,  1899, 


To  Dr.  P.  W.  G.  Nunn, 

Medical  Officer  of  Healthy  BoitriienioiitJi. 

Analysis  of  and  Report  on  a sample  of  water  received 
on  the  8th  November,  1899. 

DESCRIPTION  OF  SAMPLE. 

“ Sample  of  Water  taken  from  hydrant  at  the  cabstand, 
Westover  Road,  Bournemouth,  12  noon,  November  7th,  1899. 
Dr.  P.  W.  G.  Nunn." 


PHYSICAL  PROPERTIES. 

colourless 
not  noticeable 
clean 

bright  and  clear 
not  any 


Colour  at  a depth  of  two  feet 

Smell  when  heated  - 

Appearance  of  residue  after  evaporation 

Turbiditv  - - - - 

Suspended  matter  - 
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C/ieniical  Analysis. 


Free  ammonia 

Allumenoid  ammonia 

Oxygen  absorbed  in  15  minutes  at  80°  F. 

Nitrogen  present  as  nitrates  and  nitrites 
Chlorine  ... 

Calculated  as  common  salt 
Phosphoric  acid 

Poisonous  metals  (lead  or  copper) 

Total  solids  dried  at  212"  F.  ... 


ICxpressecl  in 

Expressed  in 

lartsper  loo'ooo. 

grains  per  gal. 

•004 

•0028 

•0032 

•0022 

•0275 

•0192 

•041 

•0287 

•1596 

•I  1 17 

2'02 

1-41 

3'32 

trace 

2-32 

not  anv 

— 

28- 

i9’6 

Hardness  by  Clark's  Scale. 


Total  hardness  97  degrees 


Fixed  4' 5 degrees. 
Removable  by  boiling  5*2  degrees 


Behaviour  of  Residue  ou  I}luitiou. 

Darkened  slight,  remitted  slight  odour,  having  vegetable 
matter.  Fairly  satisfactorv. 

Microscopical  and  Biological  Examination  very  satis- 
factory. 

Repori. 

This  water  still  maintains  its  excellent  quality. 

It  is  bright,  palatable,  and  wholesome. 

“ Such  excellent  results  might  well  be  embodied  in 
your  reports,  so  as  to  be  published  in  the  neighbourhood.” 

(Signed)  Arthur  Angell,  Ph.  d.,  f.i.c. 

Dated  13th  day  of  November,  1899. 


GENERAL  SEWERAGE  SYSTEM. 

The  following  are  some  of  the  improvements  that  have 
been  carried  out  in  our  public  sewers  during  the  past 
year 

Valley  of  the  Bourne  Sewer. 

This  sewer  has  been  entirely  relaid  during  the  year 
from  a point  on  the  north  of  the  Square  to  the  boundary 
of  the  Borough  and  the  Branksome  Urban  District, 
the  i5in.  stoneware  sewer,  which  has  for  some  time 
been  defective  and  surcharged,  being  replaced  by  new  cast 
iron  sewers  of  from  3ft.  Sin.  to  ift.  bin.  diameter.  Flap 
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syphons  have  been  inserted  at  four  points,  to  prevent  any 
nuisance  by  reason  of  the  displacement  of  sewer  gas,  which 
has  occurred  heretofore  with  the  wind  in  certain  quarters, 
and  also  to  facilitate  ventilation. 

The  entries  from  the  Branksome  Urban  District  have 
been  brought  under  control  with  separate  manholes. 

Sea  Road  Relief  Sewer. 

The  overflow  in  connection  with  the  above  sewer  has 
been  laid  during  the  early  part  of  the  year.  A syphon  trap 
has  also  been  fixed  on  the  Sea  Road  sewer,  which  seems  to 
have  been  successful  in  putting  an  end  to  the  escape  of 
sewer  gas  formerly  complained  of  in  this  district. 

Westover  Road  Sewer. 

An  old  brick  sewer  in  this  road,  which  was  formerly  a 
source  of  complaint,  has  been  superseded  by  a new  i2in. 
stoneware  sewer,  to  which  the  house  drains,  hitherto  also  of 
a bad  form  and  built  of  soft  bricks,  have  been  connected 
with  bin.  stoneware  pipes. 

Bodorgan  Road  Sewer. 

That  portion  of  this  sewer  near  St.  Stephen’s  Church 
has  been  relaid  on  an  improved  line,  and  at  a better 
gradient. 

St.  Michael’s  Rise  and  West  Hill  Sewers. 

These  have  been  improved,  and  syphons  fixed,  so  as  to 
disconnect  the  various  properties. 

Westbourne,  Vale  Road  (for  Church  and  Windham 

Roads)  and  Ashley  Road. 

Relief  sewers  have  been  planned,  and  the  contracts  let, 
to  relieve  the  surcharged  sewers  in  these  districts. 

BAKEHOUSES. 

The  Bakehouses  have  been  periodically  examined.  I 
am  pleased  to  note  that  all  these  places  are  kept  in  a better 
condition. 

The  majority  of  the  Bakehouses  are  above  ground ; 
there  are  only  a few  basement  bakehouses  in  the  Borough. 
The  ventilation  of  some  of  these,  it  is  hoped,  will  be  improved. 


DAIRIES  AND  MILKSHOPS. 


All  the  Dairies  and  IMilkshops  of  the  Borough  have 
been  visited  by  me. 

I am  pleased  once  again  to  testify  my  appreciation  of 
the  care  that  the  proprietors  take  in  the  management  of  their 
businesses. 

During  the  vear  samples  of  milk  have  been  taken  for  the 
purposes  of  analysis  and  bacteriological  examination.  In  all 
cases  the  milk  has  been  of  good  quality,  and  free  from  the 
bacillus  of  tuberculosis. 

BURNING  OF  GARDEN  REFUSE. 

The  nuisance  arising  from  the  burning  of  garden  refuse 
is  considerablv  diminished,  and  in  no  case  has  it  been  found 
necessary  to  take  formal  proceedings. 

ASH  REFUSE  BURNING. 

During  the  past  year  I have  had  occasion  to  complain  to 
your  Council  of  the  burning  of  ash  refuse  deposited  by  the 
Corporation  carts  in  the  Eastern  District.  I am  glad  to  say, 
through  the  directions  whicli  vour  Council  gave,  the  nuisance 
from  this  cause  has  not  been  nearlv  so  great. 

I am,  however,  of  opinion  that  it  is  very  necessary  to 
increase  the  burning  capacitv  of  the  present  Refuse 
Destructor,  or  to  erect  an  additional  Cremator  on  the  eastern 
boundarv  of  vour  District. 

CREMATORIUM  FOR  THE  DISPOSAL  OF 

THE  DEAD. 

The  Council  are,  by  the  Bournemouth  Corporation  Bill, 
1900,  applying  to  Parliament  for  power,  inter  alia,  to  erect  a 
Crematorium  on  land  in  part  of  the  Bournemouth  East 
Cemetery.  I earnestly  hope  that  Parliament  will  grant  the 
Borough  these  powers,  as  the  gain  to  the  town  in  a sanitary 
direction  will  be  very  great.  I have  for  many  years  advo- 
cated this  method  for  the  disposal  of  the  dead,  and  I believe 
that  it  will  be  appreciated  bv  the  majority  of  the  residents, 
as  well  as  by  numerous  visitors. 

In  the  Borough  of  Hull,  where  thev  have  erected  one, 
the  prices  charged  will  enable  all  classes  to  avail  themselves 
of  this  method.  I note  that,  in  some  of  the  more  advancing 
towns,  powers  to  erect  Crematoria  are  being  sought  for. 
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I have  on  several  occasions  witnessed  this  process  in  its 
entirety,  and  I do  here  unhesitatingly  bear  my  testimony  to 
its  great  advantages  over  all  other  methods. 

HOUSE-TO-HOUSE  INSPECTION. 

In  consequence  of  the  pressure  of  work  in  the  Sanitary 
Department,  the  house-to-house  inspection  has  not  yet  been 
completed. 

SANITARY  CERTIFICATES. 

Fifty-six  houses  during  the  past  year  have  been  examined 
bv  me  with  the  view  of  obtaining  my  certificate. 

CONCLUSION. 

Before  concluding  my  Report,  I think  it  right  to  bear 
testimony  to  the  marked  efficiency  of  the  Chief  Sanitary 
Inspector,  as  well  as  the  other  inspectors.  They  have  served 
the  town  well  and  faithfully  for  many  years,  and  year  by 
vear  these  officers  become  more  valuable  servants  to  the 
Corporation.  They  all  take  a keen  interest  in  their  work. 

I remain.  Gentlemen,  yours  obediently, 

PHILIP  W.  G.  NUNN, 

Medical  Officer  of  Health. 


Table  showing  Number  of  Cases  Treated  in  the  Sanitary  Hospital  since  1886. 
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BOROUGH  OF  BOURNEMOUTH- 


ANNUAL 

REPORT  OF  THE  CHIEF  SANITARY  INSPECTOR 

For  the  Year  ending  December  31st,  1899. 


TO  THE  MAYOR  AND  TOWN  COUNCIL, 

BOURNEMOUTH. 


Gentlemen, 

I beg  to  submit  for  your  consideration  my  Thirteenth 
Annual  Report  of  the  sanitary  works  executed  under  your 
authority  for  the  year  ending  December  31st,  1899. 

BAKEHOUSES. 

There  are  56  bakehouses  within  the  Borough.  Forty- 
one  are  built  above  ground,  the  remaining  fifteen  being  in 
the  basement.  One  new  bakehouse  has  been  built  during 
the  year. 

All  the  bakehouses  have  been  limewashed  and  cleansed 
in  accordance  with  the  Regulations,  and  improvements  have 
taken  place  in  four  instances.  All  the  premises  have  now  a 
separate  supply  of  water  for  bakehouse  purposes  only. 

Seventy-one  formal  notices  have  been  sent  to  bakers  as 
to  cleansing  and  limewashing. 

Occasional  early  morning  inspections  have  been  made 
of  these  premises,  for  the  detection  of  smoke  nuisances,  but 
it  has  not  been  necessary  to  take  formal  action. 


FISH  AND  POULTRY  SHOPS. 

These  shops  have  been  occasionally  visited  with  the 
view  of  ascertaining  if  any  undue  accumulation  of  offal,  &c., 
is  allowed  to  remain  on  the  premises  longer  than  necessary. 
The  late  collection  on  Saturday  is  being  kept  up,  and  is  still 
greatly  appreciated  by  the  Poulterers  and  Fishmongers,  and 
no  accumulation  of  offal,  etc.,  is  now  permitted  to  remain  on 
the  premises  on  Sundays. 

SLAUGHTERHOUSES. 

There  are  six  slaughterhouses  in  the  Borough.  These 
have  been  periodically  inspected,  and  the  by-laws  relating 
to  cleansing,  removal  of  blood  garbage,  etc.,  as  far  as 
practicable,  strictly  enforced. 

Structural  improvements  under  notice  of  advice  have 
been  made  in  two  instances. 

Owing  to  the  development  of  the  neighbourhood  in 
which  these  slaughterhouses  are  situated,  and  that  the  trade 
may  be  carried  on  with  the  least  possible  nuisfance,  more 
attention  is  now  required  to  be  given  to  these  places  with 
the  view  of  enforcing  the  Regulations  and  By-laws  relating 
to  private  slaughterhouses. 

One  formal  notice  and  three  informal  notices  as  to 
cleansing,  etc.,  of  premises  have  been  sent  to  the  Butchers 
during  the  past  year. 

It  has  not  been  found  necessary  to  take  any  steps  to 
condemn  any  carcase  as  unfit  for  human  food. 

UNSOUND  MEAT,  VEGETABLES,  &c. 

Periodical  inspection  has  been  made  of  shops,  &c., 
within  the  Borough,  with  the  view  of  detecting  the  exposure 
for  sale  of  unsound  meat,  fruit,  and  other  articles  of  food. 

In  carrying  out  the  duties  under  these  sections  of  the 
Public  Health  Acts,  I have  not  found  it  necessary  to  take 
formal  action,  the  food  supplies  of  the  Borough  being  found 
most  satisfactory,  notwithstanding  the  unusually  hot  summer 
of  last  year. 
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INFECTIOUS  DISEASE. 

During  the  past  year  400  premises  have  been  inspected 
at  which  infectious  disease  has  been  notified,  and  the  usual 
enquiries  made  as  to  the  source  of  the  disease,  school, 
employment,  &c. 

Of  the  cases  notified,  331  were  removed  to  the  Sanitary 
Hospital,  83  cases  were  nursed  at  home,  and  in  34  cases  the 
notifications  were  afterwards  withdrawn,  thereby  reducing 
the  total  of  infectious  cases  for  the  year  to  380. 

Where  the  patient  is  not  removed  to  the  Hospital,  the 
Inspector  of  the  district  insists  on  isolation  as  far  as 
practicable,  and  a pamphlet  form  of  suggestions  is  left  at  the 
house  where  the  patient  resides,  giving  particulars  as  to  the 
nursing,  disinfection,  penalties.  &c. 

The  drainage  and  sanitary  arrangements  of  nearh^  all  the 
premises  where  infectious  disease  has  been  notified  have 
been  subjected  to  the  smoke  test. 

The  total  number  of  houses  dealt  with  was  360. 

Two  hundred  and  five  premises — comprising  139  houses 
with  single  private  drains,  and  66  houses  discharging  into 
combined  drainage,  were  found  to  be  unsatisfactory,  and  the 
usual  notices  were  served  on  the  owners  or  occupiers,  calling 
their  attention  to  the  defects,  and  requesting  them  to  remedy 
the  same,  and  the  necessary  alterations  have  been  made  in 
each  instance. 

A written  report,  giving  the  particulars  of  the  enquiries 
made,  and  the  result  of  the  sanitary  inspection,  has  been 
supplied  to  the  Medical  Officer  of  Health  in  each  case. 

In  cases  occurring  among  school  children,  notice  is  sent 
to  the  teacher  advising  that  any  other  children  of  the  same 
family,  or  in  the  same  house,  be  kept  in  quarantine  for  the 
necessary  number  of  days.  One  hundred  and  ninety-six 
such  notices  have  been  served  upon  the  school  teachers,  and 
a similar  number  on  the  parents  of  the  children. 

The  house  drains  and  sewers,  where  necessary,  have 
also  been  flushed  by  the  Disinfector. 
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In  accordance  with  your  instructions,  should  a Public 
Library  Book  be  found  at  the  house  where  infectious  disease 
has  occurred,  it  is  disinfected  and  returned  to  the  Librarian. 

If  the  book  has  been  in  actual  contact  with  the  patient, 
and  it  is  thought  necessary,  the  book  is  destroyed,  so  as  to 
minimise  the  risk  of  such  books  being  the  means  of 
infection. 

During  the  past  year  36  books  have  been  disinfected, 
and  returned  to  the  Public  Libraiy. 

The  following  effectual  work  for  preventing  the  spread 
of  infectious  disease  has  been  done  by  Washington  Lyon’s 
dry  air  and  steam  disinfector.  You  will  notice  there  has 
been  a large  increase  in  the  number  of  articles  disinfected 
since  the  charges  for  disinfection  were  abolished  : — 

The  disinfecting  chamber  has  been  used  to  disinfect 
1,850  articles  of  bedding,  clothing,  etc.,  that  have  been  subject 
to  infection.  This  disinfection  is  independent  of  what  is 
required  for  the  patients  at  the  Hospital.  . 


37  Beds 


129  Pillows 
93  Pillow  Cases 

27  Quilts 
39  Kugs 
33  Shawls 
26  Shirts 
16  Suits 
156  Sheets 
353  Sundries 
12  Trousers 
77  Towels 

35  Table  Cloths 

28  Vests 


298  Blankets 
60  Bolsters 
58  Counterpanes 

43  Cushions 

56  Carpets 

57  Curtains 

27  Dressing  Gowns 
34  Dresses 

28  Jackets 

67  Mattresses 
17  Overcoats 

44  Palliasses 


1850 


Number  of  Public  Schools  fumigated 

„ Rooms  disinfected  - - - 

,,  ,,  fumigated  after  Phthisis,  etc. 

,,  ,,  repapered  and  limewashed 


389 


37 

8 
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DAIRIES,  COWSHEDS  and  MILKSHOPS’  ORDERS. 


There  are  82  Dairies,  Milkshops,  and  Purveyors 
rei^istered  for  tlie  sale  of  milk  within  the  Borough. 

During  the  past  year  improvements  under  notice  of 
advice  have  taken  place  in  six  instances. 

The  Regulations  relating  to  the  above  Orders  have  been 
satisfactorily  complied  with  in  each  case. 

There  are  no  registered  cowsheds  within  the  Borough. 

It  is  satisfactory  to  report  that  in  the  larger  dairies  the 
latest  improvements  in  dairy  appliances  are  provided,  and  in 
nearly  all  instances  proper  and  sufficient  apparatuses  are 
fixed  for  the  purpose  of  sterilising  the  milk.  The  demand 
for  such  a supply  appears  to  be  increasing. 

Three  notices  as  to  cleansing,  etc.,  of  premises  have  been 
sent  to  the  dairymen  during  the  past  year. 

Twelve  samples  of  milk  have  been  purchased  and 
submitted  for  analysis  to  Dr.  Angel,  Public  Analyst, 
Southampton,  and  in  two  instances  his  certificates  shewed  a 
result  that  was  unsatisfactory.  Prosecutions  resulted  in  the 
vendors  (who  were  small  shopkeepers)  being  fined  £i  and 
18/-  respectively,  including  costs.  One  sample  of  milk  has 
also  been  submitted  to  the  British  Institute  of  Preventive 
Medicine  for  the  detection  of  infectious  disease. 


WATER  SUPPLY. 

107  Separate  supplies  of  water  direct  from  the  main  have 
been  provided  for  supplying  water  for  drinking  purposes 
only. 

30f6  Cisterns  have  been  cleansed  under  notice  of  advice. 

2 New  Cisterns  (galvanized  iron)  have  been  substituted 
for  leaky  and  defective  slate  cisterns. 

46  Defective  water  fittings,  ball  cocks,  etc.,  repaired  and 
put  in  order. 
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During  the  past  year  seven  samples  of  water  for  analysis 
have  been  taken  from  hydrants  at  die  following  places  for 
the  Medical  Officer  of  Health  : — 


Date. 

Time. 

. 

Where  obtained. 

By  whom  Analysed. 

Jan.  23 

11.45 

Hydrant  at 
Richmond  Hill. 

Jenner  Institute  of 
Preventive  Medicine. 

Feb.  24 

12  noon. 

Hydrant  at 
Richmond  Hill. 

Ditto. 

April  6 

12  noon. 

Hydrant  at 
Westover  Gardens. 

Arthur  Angel, 
i>H.  D.,  K.i.e.,  Hants 
County  Laboratory, 
Southampton. 

June  8 

11.45 

1 lydrant  at 
Richmond  Hill. 

Jenner  Institute  of 
Preventive  Medicine. 

July  18 

ir  a.m. 

Hydrant  at 
Westover  Road. 

Arthur  Angei, 

PH.  D.,  iM.c.,  Hants 
County  Laboratory, 
Southampton. 

Nov.  14 

12  noon. 

Hydrant  at 
Cabstand,  Westover 
Road. 

Ditto 

Dec.  4 

12  noon. 

Hydrant  at 
Richmond  Hill. 

Jenner  Institute  of 
Preventive  Medicine. 

ACTION  TAKEN  FOR  THE  ABATEMENT  OF 

NUISANCES. 

348  Preliminary  notices  have  been  served. 

63  Formal  notices  have  been  served. 

349  Premises  have  been  formally  reported  to  the  Sanitary 
Committee. 

943  Letters  and  Reports  rc  unsanitary  premises. 


/ 


124  Reports  have  been  made  specifying  the  works  necessary 
to  obtain  the  Sanitary  Certificates. 

46^  Nuisances  complained  of  have  been  attended  to,  and 
the  defects  remedied. 

218  Premises  have  been  inspected,  and  the  necessary 
sanitary  alterations  executed  to  abate  nuisances,  which 
were  detected  on  making  general  inspections  of  the 
Borough.  This  number  includes  69  offensive  catchpits 
in  public  thoroughfares. 

360  Nuisances  have  been  abated,  which  were  detected  on 
examining  infected  premises. 

The  following  is  a detailed  list  of  the  works  executed 
under  the  above  notices,  reports,  &.c. 

Drains. 

144  Drains  condemned  and  new  ones  substituted. 

1088  Defective  house  drains  cleared  from  obstruction  and 
repaired. 

126  Drains  provided  with  intercepting  traps  and  fresh  air 
inlets. 

122  Disconnecting  and  inspection  chambers  built. 

23  Stables  provided  with  effectual  drainage. 

16  Drains  provided  with  “ mica”  valve  inlets. 

Ventilating  Shafts. 

52  Drains  ventilated  by  4in.  shafts. 

54  Defective  zinc  ventilating  shafts  for  soilpipes  replaced 
by  4in.  iron  pipes. 

9 Defective  soilpipes  inside  the  houses  removed  and 
fixed  on  the  outside  walls  and  ventilated. 

345  Nuisances  abated,  arising  from  defective  soilpipes  and 
ventilating  shafts,  with  leaky  joints,  terminating  near 
windows. 

W.C.’s. 

6 New  w.c.’s  built. 

164  Defective  w.c.’s  removed,  and  replaced  by  “valves” 
or  “ washdown  ” apparatuses. 

546  Closets  repaired,  put  in  working  order,  and  provided 
with  an  effectual  flush  of  water. 

120  New  drawn  lead  traps  and  connections  and  trays 
provided  to  w.c.’s. 

22  W.C.’s  provided  with  effectual  light  and  ventilation. 

II  Closets  condemned  and  removed. 
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234  Defective  walls  and  floors  under  w.c.’s  repaired  and 
stopped. 

9 New  urinals  built. 

89  Closets  provided  with  anti-syphonage  and  puff  pipes. 

Sinks. 

17  New  sinks  of  an  impervious  pattern  provided. 

71  Brick  and  cement  sinks  replaced  by  impervious  ones. 
82  Scullery  sink  waste  pipes  disconnected  and  trapped. 
145  Large  and  offensive  grease  pits  replaced  bv  earthen- 
ware traps. 

155  Waste  pipes  trapped  by  lead  “ p ” or  “ s ” traps. 

342  Waste  pipes  made  to  discharge  under  iron  gratings. 

Baths,  Lavatoriics,  and  Stackpipp:s. 

54  Bath  and  lavatory  wastes  disconnected  and  trapped. 

1 1 Bell  traps  removed  and  replaced  by  gullies, 

280  Stack  pipes  disconnected  over  gully  traps, 

II  Manure  receptacles  built  for  the  temporarv  deposit  of 
stable  manure. 

142  Offensive  accumulations  removed. 

Ill  Leaky  roofs  and  gutters  made  secure  and  water-tight. 
42  Defective  floors  to  back  vards  repaired  or  re-paved. 

1 13  Rooms  and  passages  cleansed  and  limewashed. 

7 Cesspools  emptied  and  tilled  in. 

17  Nuisances  abated  arising  from  offensive  catchpits  in 
stable  vards,  &c. 

80  Galvanized  iron  receptacles  provided  for  deposit  of 
house  refuse. 

40  Houses  provided  with  ventilation  underneath  the  floors. 
2 Smoke  nuisances  abated. 

18  Nuisances  abated  arising  from  improper  keeping  of 
animals. 

10  Rooms  provided  with  proper  ventilation. 

4 Nuisances  abated  arising  from  overcrowding. 

4 Large  flushing  tanks  provided  and  fixed  at  head  of 
drains. 

DRAINAGE  FOR  NEW  BUILDINGS. 

A good  deal  of  time  has  been  taken  up  with  this  branch 
of  work  of  the  Department,  and  after  fourteen  months’ 
experience  I am  able  to  state  that  it  is  one  of  the  greatest 
improvements  your  Authority  has  made  in  requiring  the  new 
drains  to  withstand  the  water  test. 
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Not  only  is  more  careful  workmanship  required  in  the 
construction  of  the  drains,  but  this  test  has  also  necessitated 
a great  improvement  in  the  materials  used,  particularly  as  to 
the  construction  of  the  pipes,  sockets  and  junctions,  and 
also  in  the  quality  and  mixing  up  of  the  cement. 

Fire  cracks  and  small  airholes  in  the  pipes  can  now  be 
detected  without  difficulty,  and  the  glossing  over  of  these 
defects  with  purimachos  is  now  of  little  use. 

The  Builders  and  Contractors,  too,  are  finding  that  it  pays 
to  employ  special  men  for  drain  construction,  and  not  to  put 
“ anv  bricklayer  ” at  this  work.  This  must  have  a good  effect, 
as  the  workmen  will  then  gain  more  practical  experience,  and 
thev  certainly  take  more  interest  in  their  work. 

210  New  drains  have  been  subjected  to  the  water  test. 

123  New  drains  have  been  retested  with  water, 
no  New  drains  and  fittings  have  been  subjected  to  the 
smoke  test. 

5 New  drains  and  fittings  have  been  retested  with  the 
smoke  test. 

Total  number  of  tests  made  during  the  year,  448. 

HOUSE-TO-HOUSE  INSPECTION. 

During  the  past  year  56  houses  have  been  inspected. 
The  inspection  which  is  being  made  is  not  only  for  the 
detection  of  “surface  nuisances,’’ but  also  covers  structural 
alterations,  testing,  &c.  This  kind  of  inspection  must 
necessarily  be  slower,  but  it  is  more  thorough  and  satisfactory 
in  everv  wav. 

V J 

In  all  cases  where  alterations  are  made  for  the  abatement 
of  nuisances,  the  works  are  supervised,  and  in  nearly  all 
instances  are  tested  before  being  filled  in.  This  supervision 
takes  up  a great  deal  of  time,  but  it  ensures  the  work  being 
carried  out  according  to  the  notices  served,  and  more  care  is 
exercised  on  the  part  of  the  workmen  when  they  know  their 
work  will  be  tested. 

An  important  sanitary  improvement  has  been  effected 
in  the  West  Cliff  Grove  and  St.  Michael’s  Rise  properties  by 
the  construction  of  a new  sewer  in  the  right-of-way  at  the 
back  of  the  dwellings.  The  owners  have  now  constructed  a 
separate  drain  for  each  house,  and  the  old  drains  passing 
under  the  dwellings  have  been  removed  altogether  or  filled 
up  with  hot  lime. 
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The  combined  drainage  system  for  the  properties  in  the 
IMannington  Place  and  Poole  Hill  district  has  also  been 
dealt  with,  and  all  are  now  effectually  trapped  and  ventilated 
from  the  public  sewer  by  disconnecting  chambers  and  high 
shaft  ventilators. 

This  district,  the  most  closely  built  portion  of  the 
Borough,  is  now  in  as  satisfactory  a condition  as  practicable. 
The  rights-of-way  and  paths  are  all  paved  with  asphalte,  and 
in  manv  instances  the  back  yards  of  the  dwellings  have  been 
paved  with  impervious  material,  which  thus  prevents  one  of 
the  most  diflicult  of  nuisances  in  this  class  of  property  to 
deal  with,  viz.,  soil  saturation. 

Herewith  appended  is  a summarized  list  of  works 
executed  for  the  abatement  of  nuisances  which  were  detected 
on  making  a house-to-house  inspection  of  the  following 
roads  : — 

East  'District.  U^est  District. 

South  Road  Mannington  Place  and 

Windsor  Road  District  (completed) 

Total  number  of  houses  inspected  - - - 56 

Number  of  houses  where  defects  were  found  to  exist 

in  the  above  roads  - - - - 44 

Preliminary  notices  served  to  remedy  these  defects  - 44 

WORKS  EXECUTED. 

Drains. 

20  Drains  condemned  and  replaced  by  properly  con- 
structed new  ones. 

no  Defective  house  drains  cleared  from  obstruction  and 
repaired.  (This  number  includes  outstanding  works 
of  1899). 

62  Drains  provided  with  intercepting  traps  and  fresh  air 
“inlets.”  (This  number  includes  outstanding  works  of 
1899). 

15  Disconnecting  chambers  built. 

7 Stables  provided  with  efficient  drainage. 

Ventilating  Shafts. 

16  Drains  ventilated  by  4in.  shafts. 

18  Defective  zinc  ventilating  shafts  for  soilpipes  replaced 
by  4in.  iron  pipes. 


2 Defective  soilpipes  inside  houses  removed  and  fixed  on 
outside  walls  and  ventilated. 

43  Nuisances  abated  arising  from  defective  soilpipes  and 
ventilating  shafts  with  leaky  joints  terminating  near  the 
windows. 

W.C.’s. 

51  Defective  w.c.’s  removed,  and  replaced  by  “valves” 
or  “ washdowns.” 

98  Closets  repaired,  put  in  working  order,  and  provided 
with  an  effectual  flush  of  water. 

30  New  drawn  lead  traps  and  connections  and  trays 
provided  to  w.c.’s. 

3 W.c.’s  provided  with  efficient  light  and  ventilation. 

2 Closets  condemned  and  removed. 

35  Walls  and  floors  under  w.c.’s  repaired  and  stopped. 

Sinks. 

1 New  sink  of  an  impervious  pattern  provided. 

14  Brick  and  cement  sinks  replaced  by  impervious  ones. 

20  Scullery  sink  waste  pipes  disconnected  and  trapped. 

26  Large  and  offensive  grease  pits  replaced  by  earthenware 
traps. 

12  Waste  pipes  trapped  by  lead  “ p ” or  “ s ” traps. 

Baths,  Lavatories  and  Stackpipes. 

4 Bath  and  lavatory  waste  pipes  disconnected  and  trapped. 

2 Bell  traps  removed  and  replaced  by  gullies. 

120  Stackpipes  disconnected  over  gully  traps. 

Water  Supply. 

2 New  cisterns  (galvanized  iron)  have  been  provided. 

20  Cisterns  cleansed  under  notice  of  advice  and  covered. 

31  Separate  supplies  taken  direct  from  the  main  for 
drinking  purposes. 

20  Defective  water  fittings,  ball  cocks,  etc.,  repaired  and 
put  in  order. 

MISCELLANEOUS  NUISANCES.- 

Five  manure  receptacles  built  for  the  temporary  deposit 
of  stable  manure. 

Three  offensive  accumulations  removed. 

92  leaky  roofs  and  gutters  made  sound  and  watertight. 
Nine  defective  floors  to  back  yards  repaired  or  re-paved. 
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III  rooms  and  passages  cleansed  and  limewashed. 

Eight  galvanised  iron  receptacles  provided  for  temporary 
deposit  of  house  refuse. 

One  workshop  has  been  cleansed  and  limewashed. 

Two  nuisances  abated  arising  from  the  improper  keep- 
ing of  animals. 

Five  houses  provided  with  ventilation  under  floors. 


The  following  table  gives  the  particulars  of  the  house- 
to-house  inspection  commenced  in  April,  1891,  when  the 
Assistant  Inspectors  were  first  appointed  : — 


Number  of  Houses  Inspected  in  the 


East  District. 

West  District. 

1891 

419 

...  284 

1892 

250 

196 

1893 

133 

194 

1894 

325 

334 

1895 

r-  — 

00 

143 

1896 

320 

146 

1897 

492 

191 

1 898 

307 

150 

1899 

32 

24 

2333 

1662 

he  total  number  of  houses  inspected  ...  3995 

The  total  number  of  houses  in  the  Borough 

according  to  the  Rate  Collector’s  books  ...  7580 


Roads  Inspected  in  the 
East  District. 

1891. 

Holdenhurst  Road. 

Oxford  Road. 

St.  Paul’s  Road. 

St.  Paul’s  Lane. 

Garfield  Avenue. 


Roads  Inspected  in  the 
West  District. 

1891. 

Terrace  Road. 

Upper  Terrace  Road. 
Tregonwell  Road. 

Poole  Hill  District. 

St.  Michael’s  Rise. 


13 


i8c}2. 

Malmesbury  Park  Road  (old 
part). 

Stewart  Road  (old  part). 
Bennett  Road  (old  part). 
Southcote  Road  (part). 


1893. 

Southcote  Road  (completed). 
Moorland  Road. 

Spring  Road. 

Stewart  Road. 

Stanley  Road  (part). 


1894. 

Stewart  Road  (completed). 
Stanley  Road. 

Malmesbury  Gardens. 
Victoria  Place. 

Victoria  Road. 

Cleveland  Road. 

Windham  Road  (part). 


i«95 

Windham  Road  (N.  side). 


1896. 

Windham  Road  (complete 
Boscombe  Grove  Road. 
Hanover  Road. 
Malmesbury  Road. 

Tower  Road. 

Palmerston  Road. 


1892. 

Commercial  Road  (part). 
Norwich  Lane. 

Shaftesbury  Terrace. 

The  Triangle. 

St.  Peter’s  Road  (part). 

West  Hill  Road  (part). 
Orchard  Street. 

Orchard  Lane. 

1893. 

Commercial  Road  (completed). 
Avenue  Road. 

Lyall  Road. 

Park  Terrace  (Westbourne). 
Crescent  Road. 

Bradburne  Road. 

Old  Christchurch  Road. 

The  Arcade. 

1894. 

Littledown  Road. 

Lome  Park  Road. 

Stafford  Road. 

Madeira  Road. 

Lansdowne  Road  (part). 

The  Quadrant. 

St.  Peter’s  Road  (part). 
Wootton  Gardens. 

Old  Christchurch  Road 
(completed). 

1895. 

Lansdowne  Road  (completed). 
Alum  Chine  Road. 

Middle  Road. 

1896. 

. Seamoor  Road. 

Alumhurst  Road. 

Drury  Road. 

Warren  Road. 

Pine  Avenue. 
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i897- 

Gladstone  Road. 
Shelley  Road. 
North  Road. 
Portman  Road. 
Haviland  Road. 
Ashley  Road  (part). 
Northcote  Road. 
Langton  Road. 


1898. 

Ashley  Road  (completed). 
Langton  Road  (completed). 
Salisbury  Road. 

Carnarvon  Road. 
Wolverton  Road. 
Gloucester  Place. 

Somerset  Place. 

Tamvvorth  Place. 

Wilton  Place. 

York  Place. 

Portman  Place. 

1S99. 

South  Road. 

Windsor  Road. 


1897. 

WestboLirne  Park  Road. 
Groveley  Road. 

Pembroke  Road. 

Herbert  Road. 

Alumdale  Road. 

Beaulieu  Road. 

Earle  Road. 

Beresford  Road. 

WestboLirne  Arcade. 

Burnaby  Road. 

Studland  Road. 

Suffolk  Road. 

Terrace  Road. 

Essex  Terrace. 

1898. 

St.  Michael’s  Rise. 

West  Cliff  Grove. 

Purbeck  Road. 

Mannington  Place  and  District 
(part). 


1899. 

Mannington  Place  and  District 
(completed). 


I beg  to  point  out  that  the  sanitarv  arrangements  of  the 
houses  examined  since  the  beginning  of  the  year  1893  have 
been  brought  up  to  a higher  standard  of  sanitation,  greater 
powers  having  been  conferred  on  your  Authority  by  the 
Bournemouth  Improvement  Act,  1892. 

SANITARY  CERTIFICATES  AND  INSPECTIONS. 

During  the  year  205  applications  have  been  received  at 
the  office,  and  56  certificates  granted,  after  the  sanitary 
arrangements  have  been  brought  up  to  the  standard  of  the 
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regulations  relating  to  new  buildings.  Of  the  remaining  149 
applications,  the  fees  were  received,  and  in  about  70 
instances  the  certihcates  were  withheld,  as  all  the  require- 
ments of  the  regulations  were  not  fully  complied  with.  The 
remaining  79  includes  private  schools,  and  for  re-inspections 
of  premises  previously  certified. 

The  new  Regulations,  giving  in  detail  the  standard  of 
requirements  necessary  to  obtain  the  Sanitary  Certificate, 
have  been  found  of  great  use,  and  have  been  the  means  of 
preventing  any  further  misunderstanding  as  to  the  works 
required  by  the  Building  By-laws  and  the  Sanitary  Depart- 
ment. 

It  would,  of  course,  be  more  satisfactory  if  one  standard 
could  be  settled  ; but  at  present  this  is  impracticable,  as  the 
existing  Building  By-laws  are  not  up  to  the  standard  of 
modern  requirements. 


STATEMENT  OF  ACCOUNTS. 


Accounts  rendered  and  money  received  by  this  depart- 
ment for  the  year  ending  December  31st,  1899  : — 


Accounts  Rendered. 


(1)  Maintenance  of  Patients,  at  the 

Sanitarv  Hospital 

(2)  Disinfection  of  Bedding, 

Rooms,  &c. 

(3)  Sanitary  inspection  fees  and 

expenses  recoverable  for  ex- 
amination of  drains,  &c. 


£ s.  d. 

542  h 5 

37  16  I 
219  I o 


Money  Received. 


£ s. 


d. 


799  5 


Total  amounts  received  and  paid  to 

Borough  Treasurer  ...  ...  739  2 ii' 

"total  of  accounts  written  off  by 

Sanitary  Committee  ...  ...  32  9 o 

Total  of  accounts  outstanding  and 

recoverable  7 


799  5 6 
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FACTORY  AND  WORKSHOPS  ACT. 


The  total  number  of  work-rooms  now  on  the  Register 
is  ^90,  and  during  the  past  year  “ surprise  visits  ” have  been 
made, 'with  a view  of  detecting  nuisances  arising  from  over- 
crowding and  dirtv  and  unwholesome  work-rooms. 

The  following  works  have  been  executed  : — 

New  cards  have  been  supplied  rc  cubic  space,  tS:c. 
Nuisances  abated  arising  from  improperly  ventilated 
work-rooms. 

Dirtv  and  unwholesome  work-rooms  cleansed  and  lime- 
washed. 

W.c.'s  repaired  and  put  in  good  working  order. 
Defective  house  drains  cleared  from  obstruction  and 
repaired. 

Nuisances  abated  arising  from  defective  soilpipes, 
ventilating  shafts. 

Defective  wash-house  floors  repaired  and  made  good. 


67 

4 

45 

13 

4 


4 

4 


Nuisances  abated  arising  from  overcrowding. 
The  following 


^ notices  have  been  received  from  Her 

Majesty's  Inspector  of  Factories,  and  dealt  with  dm  mg  the 


vear. 

Dale  of  Notice. 

June  6th,  1899, 
Sept.  27th  ,, 

Sept.  27th  ,, 
Sept,  ist  ,, 
Oct.  23rd  ,, 

„ 23rd  ,, 
Feb.  2nd  ,, 
Feb.  2nd  ,, 
June  1st  ,, 
Mar.  23rd  ,, 
May  5th 
,,  5^1 

Apl.  i8th  ,, 
Sept.i2th  ,, 
„ i2th  ,, 
Oct.  23rd  ,, 
Nov.  24th  ,, 


Rcni.'irks. 

Notice  to  re-register. 

Complaint dampness. 

Complaint  re  sanitary 
convenience. 

Notice  to  re-register, 
ditto 
ditto 
ditto 
ditto 

Requires  limewashing. 

Notice  to  Register, 
ditto 
ditto 
ditto 
ditto 
ditto 
ditto 
ditto 


The  general  routine  work  of  the  office  has  been  much 
heavier  this  year  than  usual,  owing  to  the  additional  duties 
devolving  upon  the  department  in  testing  the  drainage  ot 
new  buildings,  the  increased  number  of  notifications  ot 
infectious  cases,  and  the  general  inspections  of  the  Borough, 
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for  the  detection  of  nuisances  arising  from  catchpits,  offensive 
accumulations  of  refuse,  ftshmongers’,  poulterers’  businesses, 
&c.,  during  the  long  and  unusually  hot  summer  ; and  in  con- 
sequence it  has  not  been  possible  to  give  the  same  attention 
to  the  house-to-house  inspection  as  in  previous  years. 

I have  much  pleasure  in  again  testifying  to  the  valuable 
help  and  willing  assistance  given  at  all  times,  in  season  and 
out  of  season,  by  my  co-workers,'  Messrs.  Lewis,  Adams, 
Phillips,  and  Haigh. 

I remain,  Gentlemen, 

Your  obedient  servant, 

Wm.  Geo.  COOPER, 

Chief  Sanitary  Inspector, 


